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UNCLASSIFIED 

PAGE 01 PARIS 28163 231806Z 
ACTION HEW-06 


Message Text 


INFO OCT-01 EUR- 1 2 ISO-OO OES-09 EB-08 COME-OO /036 W 

087558 240517Z/11 

R 231803Z AUG 78 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 6437 


UNCLAS PARIS 28163 


E.O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, FR 

SUBJECT: DEFECTIVE CARDIAC PACEMAKERS (RECALL T 103/104/ 
105/106). 

REF. STATE 203752 


1. MR. GAILLARD. COMMERCIAL MANAGER, PROMECOME S.A.. 

68 AVE. DU GENERAL MICHEL BIZOT, 75012 PARIS. UHICH 
DISTRIBUTES CARDIAC PACEMAKERS MANUFACTURED BY ARCO 
MEDICAL PRODUCTS, RTE 66, LEECHEURY, PA., WAS 
CONTACTED CONCERNING SUBJECT RECALL. 


2. MR. GAILLARD STATED THAT RECALL LETTER DATED APRIL 
17, 1978 HAD BEEN RECEIVED. 

3. NO INCIDENTS OR MALFUNCTIONS HAD BEEN REPORTED. 
HARTMAN 


UNCLASSIFIED 
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